Order Number ITD1 00401 1 CE 


Service Manual 



Pedestal for Plasma Display 
Model No. TY-ST20-K 
TY-ST20-KC 


A WARNING 

This service information is designed for experienced repair technicians only and is not designed for use by the general public. 

It does not contain warnings or cautions to advise non-technical individuals of potential dangers in attempting to service a product. 
Products powered by electricity should be serviced or repaired only by experienced professional technicians. Any attempt to service 
or repair the product or products dealt with in this service information by anyone else could result in serious injury or death. 


— — IMPORTANT SAFETY NOTICE — — 

There are special components used in this equipment which are important for safety. These parts are marked by A in the Schematic 
Diagrams, Circuit Board Diagrams, Exploded Views and Replacement Parts List. It is essential that these critical parts should be replaced 
with manufacturer's specified parts to prevent shock, fire or other hazards. Do not modify the original design without permission of 
manufacturer. 
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1 Specifications 


Model Name 

TY-ST20-K / TY-ST20-KC 

Type 

Pedestal for Plasma Display 

Dimensions 

22 V (578 mm) (W) x 12 V (327 mm) (D) x 7 (183 mm) (H) 

Weight 

15.4 lb (7 kg) 

Dimensions with Packaging 

27 23 / 32 ” (704 mm) (W) x 16 5%/ (430 mm) (D) x 6 (167 mm) (H) 

Weight with Packaging 

19.8 1b (9 kg) 

Material 

Resin, Steel 
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Model No. : TY-ST20-K/TY-ST20-KC Packing Summary 






Model No. : TY-ST20-K/TY-ST20-KC Parts List 


Safety 


Part No. 

Part Name & Description 

TQZJ216 

INSTRUCTION SHEET 

TQZJ217 

INSTRUCTION SHEET 

TBLA3843 

STAND POLE (L) 

TPEB452 

BAG (STAND POLE) 

TBLA3844 

STAND POLE (R) 

TXFHEOllEEW 

TIP-PREVENTION ASSY 

TMME203 

CORD CLAMPER 

THEL081N 

SCREW (EOR SET) 

XYN5+E14EJK 

SCREW (EOR POLE) 

XZB6X8A05 

BAG (SCREW) 

TPCC76501 

PACKING CASE 

TPDA2234 

CUSHION TOP 

TPDA2235 

CUSHION BOTTOM 

TPEB454 

SHEET (PEDESTAL) 


Remarks 


1 TY-ST20-K 


1 TY-ST20-KC 































































